DISTANT TERMINATING AREA 
f° ISTANT TERMINAL DESIGNATION 


A-|—-W-BL 


wire COLOR CODE 


W- BK— WHITE -BLACK 
BR-BROWN W- BR— WHITE - BROWN 


R- RED W-R — WHITE-RED 

O- ORANGE W~ O — WHITE- ORANGE 
Y- YELLOW W-Y — WHITE-YELLOW 
G— GREEN W-G — WHITE-GREEN 
BL- BLUE W- BL-— WHITE -BLUE 

P —PURPLE W- P ~ WHITE-PURPLE 


W-S - WHITE-SLATE 


UNIT WIRED FOR IIS VOLTS. 50 TO 60 CYCLE 
A.C. POWER INPUT ONLY. 


PLUGS VIEWED FROM SOLDER TERMINAL ENDS 


CIRCUITS SHOWN FOR .06O AMP. NEUTRAL 
SIGNAL LINE OPERATION.FOR .020 AMP. 
OPERATION REMOVE AND ADD CONNECTIONS 
AS FOLLOWS: 


NAL LINE CURRENT] CONNECTIONS REMOVED|GCONN, ADDED 


020 AMP. Al-A4, A2~A3 jaa | 


% PLACE TWO STRAPS IN PARALLEL 


THE SPARE LEADS FROM THE KEYBOARD (OR REC. 
ONLY BASE) AND TYPING UNIT CONNECTOR | 
PLUGS ARE TERMINATED IN THE RIGHT AND 
LEFT ENDS OF THE ELECTRICAL SERVICE 

UNIT RESPECTIVELY. 


;| REMOVE THIS STRAP WHEN ASSOCIATED 
4 


KEYBOARD OR REC-ONLY BASE 1S EQUIPPED 
WITH AN ELECTRICAL BREAK SWITCH. 


SELECTOR MAC 
C-22-BK— 


C-2i-R 


F 


KEYBOARD FOR 
RECEIVING ONLY 
BASE CONNECTOR PLUG) 


A B 


R MAGNET TERMINAL BLOCK LINE TEST KEY TERMINAL BLOCK 
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n 
t 
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NOTE 5 
LINE SHUNT RELAY © 
“J 
—D-4-6 
<8) C-13-§ 
— C-I0-BR LINE ; 
— €2 34 5K SHUNT oo C-16-Y 
— SPARE -W-P CONTACTS C-14-BL 
— SPARE -W-G 
am R-14-W- 
— F-4-. 
= anes 
—- SPARE -W- BK i E-8-O 
~~ SPARE - W-Y 
—£-7-S (3) 
eee ew 0 AUXILIARY = C-17-P 
— SPARE - W- BL CONTACTS C-19-BR 
— P-2-0 NOTE 6 Ww 
— SPARE-W-BR C-18-w-BK 
-——C-32-8L 


——C-33-W 


a ee eS 


9-91-44 
M-SI-4 
ud -M-6I-Y 


C 
CABINET TERMINAL BLOCKS 


4 TO CABINET 
GROUND SCREW 


BK 
o & § ~*%mtdn GF © yr OG = 
‘ t ‘ pita t ys \ AY eal t 
So Oo OOTOsE > Pi ge P 
ef w orolites 4 = ¥ ao aa 
fas ELECTRICAL 
« SERVICE 
UNIT GROUND 
SCREW 
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MOTOR CONTROL TERMINAL BLOCK ©~37-Y 


C-12-0 


B-2-BL 


E 


POWER TERMINAL 


N 


MARGIN 
INDICATOR 
LAMP 
~ RESISTOR 


i 
(2) 


7OOW 


NAL BLOCK 


CABLE ROUTING 
(BOTTOM VIEW) 


x 
tg O 
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-1-0 


P-2-0 


Cc -31-Y 
P -4-W 
C-40-W 
_€-2-BK 
C-35-BK 


P 


CONVENIENCE 


TYPING UNIT CONNECTOR PLUG 


RECEPTACLE 


C-39-BK 


FUSE SOCKET 


90 W 


FOR SCHEM: 


CABLE ROUTING 
(BOTTOM VIEW) 


A-2-Y 


FOR SCHEMATIC SEE 2875WD 
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AC TYAL 
WIRING DIAGRAM 
MODEL 28 
ELECTRICAL 


SERVICE UNIT 
LESU 7/1864 


APPROVALS 
A EorM | 
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DATE 2-20-54 
P.O.FILE NO. 2-3065156A 


rT 
PROD. NO. 2874WD 
ENGD.G.AO.JAPPD. 7 
TELE TYP 
CORPORATION 


2874WD 


